AERO Design Ltd. e О WORK ORDER 


WORK ORDER 2008-02 


Date opened: 4 January 2008 
Project: Quick Release Beams 
Type: Bell Medium 


Batch Quantity: 11 Forward Mounting Beam Assembly (75115-01) 
11 Aft Mounting Beam Assembly (75116-01) 


Approval: SH07-56 

Drawing List: DCL751-3 

Fabrication and Assembly Drawing(s) Description 
79115, Rev. 0 Forward Beam Ass'y 
75116, Rev. 0 Aft Beam Ass'y 
75132, Rev. 0 Tube Ass'y 


Complete material tracking information on attached pages. 


Work Order pre-completion Inspection: 


Project is on Approval Limitation Record: Y 
Document Control List revision level matches (or exceeds) STC: Y vc 
Drawings revision levels match Document Control List: Yu 
Purchase order or Work order source is recorded for each part/ass'y: ү С 
Tests and inspections specifically called out on drawings are complete: Ү «^ 
Release tags associated with all fabricated parts are attached: Ү 
All mounting hardware and supplies аге included: Y v 


List all non-conformities raised: 


Approved Manufacturing Facility 73-04 Process Control Form 001 10 May 2006 


` 


AERO Design Ltd. WORK ORDER” 


Drawing: 75115 Revision 0 

Assembly: 75115-01 Forward Beam Assembly 

Qty Per Part # Description Material P.O.ANO. Checked 
11 Total 75115-01 Forward Beam Assembly 

1 75130-01 Forward Beam 6061-T6 Al, 34 x 6 Bar 7066 
2 3591-5CN625 5/16-24 Self locking helicoil 7065 
1 75132-01 Tube Below 

1 69830-21 Stop 6061-T6 Aluminum, 5/8” Rod 6061 
1 69830-22 Knob 6061-T6 Aluminum, 34” Rod 3005 
1 69830-23 Spring 15mm x 70 mm Spring 6063 
1 #10-32 Screw Stainless steel, commercial 6069 
1 MS21044C3 Nut 1016 
2 AN5-4A Bolt 

2 AN960-516 Washer 


Processes Per Mat'ls Used Inspection Signature С) 


Final Inspection Drawing 75115 He | 


Tag incomplete parts with Work Order # when stored between processes. 


Tag complete parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 Process Control Form 001 10 May 2006 


. > 


AERO Design Ltd. WORK ORDER” 


Drawing: 75116 Revision 0 

Assembly: 75116-01 Aft Beam Assembly 

Qty Per Part Description Material P.O.AN.O. Checked 
11 Total 75116-01 Forward Beam Assembly 

1 75131-01 Aft Beam 6061-T6 Al, % x 6 Bar 7066 

2 3591-5CN625 5/16-24 Self locking helicoil 7065 

1 75132-01 Tube Below 

1 69830-21 Stop 6061-T6 Aluminum, 5/8” Rod 6061 

1 69830-22 Knob 6061-T6 Aluminum, %” Rod 3005 

1 69830-23 Spring 15mm x 70 mm Spring 6063 

1 #10-32 Screw Stainless steel, commercial 6069 

1 MS21044C3 Nut 1016 

2 AN5-4A Bolt 7044 

2 AN960-516 Washer 7044 

Processes Per Mars Used Inspection Signature О 
Final Inspection Drawing 75116 Jc , 


Tag incomplete parts with Work Order # when stored between processes. 


Tag complete parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 Process Control Form 001 10 May 2006 


AERO Design Ltd. WORK ORDER” '' 


Drawing: 75132 Revision 0 

Assembly: 75132-01 Tube Assembly 

Qty Per Part# Description Material P.O.W.O. Checked 
22 Total 75132-01 Tube Assembly 

1 75132-02 Tube 304 Stainless Steel, 1x2x0.125 7083 

1 69830-07 Block 304 Stainless, 74" Sqr. Rod 7087 

2 69830-19 Cap 321 Stainless 0.025 Sheet 3021 

1 69830-11 Guide 304 Stainless 0.75 x 0.065 Tube 6049 


Processes Per Mats Used Inspection Signatu O 
Welding AMS 2685C Welding Rod ER308L 
Final Inspection Drawing 70403 We i 


Tag incomplete parts with Work Order # when stored between processes. 


Tag complete parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 Process Control Form 001 10 May 2006 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly Part #: 
Approval #: _SH07-56 Serial #: 
WO #: _2008-02 Quantity: 
Eligibility: Bell 205A-1 / 212 / 412 Work Status: 


Remarks: 


AUTHORIZED RELEASE CERTIFICATE m 


К 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


Chk. . 


ZELI) 
insfektbr's Signature 


Wy 24/08 (| 
{/ 


Data 
AERO Design Ltd. 


2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Aft Beam Assembly 
Approval #: SH07-56 


WO #: 2008-02 
Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Part 2: 
Serial #: 
Quantity: 
Work Status: 


Remarks: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75116-01 


1 


Manufactured 


I hereby certify that the product Identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


VI 


AERO Design Ltd. 
2013 – 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


.AUTHORIZED RELEASE CERTIFICAT 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


( / 
"T | АЗ С 
1п5р ог’ Signature 
AERO Design Ltd. 


2013 – 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Aft Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


— Manufactured  . 


1 hereby certify that the product Identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Aft Beam Assembly 

Approval #: SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Work Status 


Remarks: 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75116-01 


1 


: __ Manufactured 


! hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


Way 22{# 
Оа 


AERO Design Ltd. 
2013 – 39" Ave. NE 
Calgary, AB, T2E 6R7 


AUTHORIZED RELEASE CERTIFICATE 


Product: Aft Beam Assemb! 
Approval #: _SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


Part #: 

Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


Manufactured 


1 hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product; Aft Beam Assembly 

Approval #: _SH07-56 

WO #: _2008-02 

Eligibility; Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75116-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured In accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 – 39" Ave. NE 
Calgary, AB, Т2Е 6R7 


Product: Aft Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


AUTHORIZED RELEASE CERTIFICATE 


Work Status 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75116-01 


1 


: . Manufactured 


1 hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


a 7 


AUTHORIZED RELEASE CERTIFICATE 


Man 14o 
Da 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 
Product. Aft Beam Assembl 
Approval #: SH07-56 

WO s; 2008-02 


Work Status 


Eligibility: Bell 205A-1/212/412 


Remarks: 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


: Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


Mey 22-18 (СА. 
Date poc nature 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, Т2Е 6R7 


Product: Aft Beam Assembly 

Approval #: _SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75116-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured In accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


(off 


InspécfoUs Signature 


AERO Design Ltd. 
2013 - 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Aft Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Serial #: 


Work Status 


Remarks: 


Part #: 


Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


: | Manufactured 


! hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


AUTHORIZED RELEASE CERTIFICATE 


Part #: 

Serial #: 
Quantity: 
Work Status: 


Product: Aft Beam Assemb! 
Approval #: _SH07-56 

WO #: _ 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


A EA. 
jg 


Inspbd 


of’s Signature 
AERO Design Ltd. 


2013-39" Ave. NE 
Calgary, AB, T2E 6R7 


Product; Aft Beam Assembly 

Approval #: _SH07-56 

WO #: 2008-02 

Eligibility; Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Part #: 
Serial #: 
Quantity: 
Work Status: 


Remarks: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75116-01 


1 


Manufactured 


l hereby certify that the product Identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


(eff 


Ins 73:35. Signature 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


AUTHORIZED RELEASE CERTIFICATE 


Product: Forward Beam Assembly 
Approval #: SH07-56 


WO #: 2008-02 
Eligibility: Bell 205А-1 / 212 / 412 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75115-01 


1 


Manufactured 


1 hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 | 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212/412 


AUTHORIZED RELEASE CERTIFICATE 


Work Status 


Remarks: 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75115-01 


1 


:. Manufactured 


I hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 – 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: _SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Work Status 


Remarks: 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


: Manufactured 


1 hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 – 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: _ 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


AUTHORIZED RELEASE CERTIFICATE 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 

TCCA 24-0078 

АМЕ # 73-04 
75115-01 


1 


Manufactured 


1 hereby certify that the product identified above has been manufactured іп accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


gnature E 
AERO Design Ltd. 


2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: _ 2008-02 

Eligibility; Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Work Status 


Remarks: 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


:. Manufactured 


I hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Avlation Regulations or applicable foreign regulations. 


Now 22 lig 
Date 


AUTHORIZED RELEASE CERTIFICATE 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product: Forward Beam Assembly 

Approval #: SH07-56 

WO #: 2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


Work Status 


Part #: 
Serial #: 
Quantity: 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


: Manufactured 


l hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


AERO Design Ltd. 
2013 — 39" Ave. NE 
Calgary, AB, T2E 6R7 А 


Product; Forward Beam Assembly 

Approval #; _SH07-56 

WO #: _2008-02 

Eligibility: Bell 205A-1 / 212 / 412 


Remarks: 


AUTHORIZED RELEASE CERTIFICATE 


Part #: 
Serial #: 
Quantity: 


Work Status: — Manufactured 


TRANSPORT CANADA 
TCCA 24-0078 
АМЕ # 73-04 


75115-01 


1 


! hereby certify that the product identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


br 5 Signature 


AERO Design Ltd. 
2013 - 39" Ave. NE 
Calgary, AB, T2E 6R7 


Product; Forward Beam Assembly 

Approval #: _5Н07-56 

WO #: _2008-02 

Eligibility; Bell 205A-1 / 212 / 412 


AUTHORIZED RELEASE CERTIFICATE 


Remarks: 


Part #: 
Serial #: 
Quantity: 
Work Status: 


TRANSPORT CANADA 
TCCA 24-0078 
AMF # 73-04 


75115-01 


1 


Manufactured 


l hereby certify that the product Identified above has been manufactured in accordance with the 
applicable design data and the Canadian Aviation Regulations or applicable foreign regulations. 


Now arly 
Date 


1. Approving Civil Aviation Authority/Country 
Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
Aero Design Ltd. — 9888A Malaspina Road, Powell River, BC, V8A 0G3 
7. Description 8. Part Number 
75130-01 


5. Work Order/Contract/Invoice 
WO 2008-02 
11. Status/Work 
New 


10. Serial/Batch No. 
N/A 


Forward Beam 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


53 
Certifies that unless otherwise R 
О Non approved design data specified in block 12. block 11 and described in block 12, has been performed intom 


he-Cariadian Aviation Regulations. 


13c. Approved Organization Number PTb-Signature ___——— асное Organization Number | 
АМЕ 73-04 Lee p 
13e. Date (dd/mmmyyyyy) [тї®наде Гаваа (ваттуу) ———— 
05 Рес 2014 | СЕИ 


Installer Responsibilities 


L] Other regulatio 
Approved design data and are in condition for safe operation. 


This certificate does not constitute authority to install. 


Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
"o | certifications from the country specified. 


D Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


1. Approving Civil Aviation Authority/Country 
Transport Canada | 


4. Organization Name and Address 


Aero Design Ltd. — 9888A Malaspina Road, Powell River, BC, V8A 0G3 
8. Part Number 


75131-01 


3.Form Tracking No. 


5. Work Order/Contract/Invoice 


WO 2008-02 
11. Status/Work 


New 


7. Description 


Aft Beam 


10. SeriaUBatch No. 


N/A 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


n3 


Ха CAR 571.10 Maintenance Release 


0 Other reguiatio ecified in block 


Approved design data and are in condition for safe operation. 


Certifies that unless otherwise Ко in block 


he work identified in 
Non approved design data specified in block 12. nli. 


N Sig xz 13c. Approved Organization Number aa tC-Apnroved Organization Numbé 
(A Ade | AMF 73-04 lr. cA ү сЕ 
13e. Date (dd/mmm/yyyy) prac Name eae ammm J 
05 Dec 2014 


Installer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 
Transport Canada 
4. Organization Name and Address 


Aero Design Ltd. — 9888A Malaspina Road, Powell River, BC, V8A 0G3 
7. Description 


3.Form Tracking No. 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


5. Work Order/Contract/Invoice 


WO 2008-02 
11. Status/Work 


New 


B. Part Number 


75132-01 


10. Seria/Batch No. 


N/A 


Down Tube 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


йа: 1 CAR 571.10 Maintenance Release 


O Other regulatiorrspecified in block 


Б] Approved design data and are in condition for safe operation. 


Certifies that unless otherwise Specified in block he work identified in 
Non approved design data specified in block 12. block 11 and.descfibed in block 12, has been performed in comaliance with 
z ulations. 


13c. Approved Organization Number msnm Гагарина Organization Number 
/b»?-| АМЕ 73-04 pud y 


13e. Date (dd/mmm/yyyy) 
05 Dec 2014 


Installer Responsibilities 
This certificate does not constitute authority to install. 


Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute Installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 
Transport Canada 
4. Organization Name and Address 
Aero Design Ltd. — 9888A Malaspina Road, Powell River, BC, МВА 0G3 
7. Description 8. Part Number 
Cargo Basket 75110-01 


2. AUTHORIZED RELEASE CERTIFICATE 


3.Form Tracking No. 
FORM ONE | 


5. Work Order/Contract/Invoice 


WO 2008-11 
11. Status/Work 
New 


10. Serial/Batch No. 
75101-07 


12. Remarks 


Modified with Lid Walkway in accordance with DCL704 


13a. Certifies that the items identified above were manufactured in 
conformity to: i 


DX 
п Non approved design data specified in block 12. 


13b, Signature 13c. Approved Organization Number 
Wf CELL foor | awe 73.04 Ms S cH Eee d 


| ате 13e. Date (dd/mmmyyyyy) Е С c 


Clarke - AD02 05 Dec 2014 
Installer Responsibilities 


[] Other regulàtio 


Approved design data and are in condition for safe operation. : 
Certifies that unless other 


This certificate does not constitute authority to install. 


Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


GUM О mn 


1. Approving Civil Aviation Authority/Country 2. AUTHORIZED RELEASE CERTIFICATE 3.Form Tracking No. 
Transport Canada FORM ONE 


4. Organization Name and Address 


AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 WO 2008-02 
10. Serial/Batch No. 11. Status/Work 


5. Work Order/Contract/Invoice 


7. Description 8. Part Number 
Forward Beam 75130-01 N/A New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in [] CAR 571.10 Maintenance Release 


conformity to: ; 
O Other regulatio ecified in block 


Approved design data and are in condition for safe operation. / 
Certifies that unless otherwise specified In block he work identified in 


E oved Organization Numba 


Non approved design data specified in block 12. 


13e. Date (dd/mmm/yyyy) 
05 July 2012 


Installer Responsibilities 
This certificate does not constitute authority to install. 


Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 

Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


("eto — PED 


1. Approving Civil Aviation Authority/Country 3.Form Tracking No. 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


5. Work Order/Contract/Invoice 


WO 2008-02 
11. StatusAWork 


New 


4. Organization Name and Address 


AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 
10. Serial/Batch No. 


B. Part Number 
75131-01 


7. Description 


Aft Beam 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


Approved design data and are in condition for safe operation. 


Li Non approved design data specified in block 12. 


13bASigpat 97 . 13c. Approved Organization Number 
AMF 73-04 


13e. Date (dd/mmm/yyyy) 
05 July 2012 


ECC CHEN зә 
аи е ан 


Installer Responsibilities 


Jeff Clarke 


This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


fuGRo ~ Feo 


3.Form Tracking No. 


1. Approving Civil Aviation Authority/Country 
Transport Canada 
4. Organization Name and Address 5. Work Order/Contract/Invoice 
AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 WO 2008-02 
8. Part Number 10. Serial/Batch No. 11. StatusAWork 
75132-01 N/A New 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


7. Description 


Down Tube 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


Г] Other regulatio ecified in block 1 


De Approved design data and are in condition for safe operation. 


Certifies that unless otherwise specified in block he work identified in 
block 11 and.described in block 12, has been performed i mnliance with 
h anadian Aviation Regulations. 


(// AMF 73-04 асс 
139 Nime 13e. Date (dd/mmm/yyyy) [W-Mame e eate ammm yyy —— 
Jeff Clarke | 05 July 2012 be | = | 


Installer Responsibilities 


o Non approved design data specified in block 12. 


This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 

Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


FubRo~ Peau 


3.Form Tracking No. 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


1. Approving Civil Aviation Authority/Country 


^ Transport Canada 


5. Work Order/Contract/Invoice 
WO 2008-02 
8. Part Number ? 11. StatusAWork 


75130-01 New 


7. Description 


Forward Beam 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


& Approved design data and are in condition for safe operation. 


a Non approved design data specified in block 12. 


13b. Sig IS 13c. Approved Organization Number 
J 
( M, А АМЕ 73-04 


13e. Date (dd/mmm/yyyy) 
13 Apr 2012 


=" HS 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their fegulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. 1n all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


бай. 


1. Approving Civil Aviation Authority/Country 2 AUTHORIZED RELEASE CERTIFICATE 3.Form Tracking No. 
Transport Canada FORM ONE 


4. Organization Name and Address 5. Work Order/ContractInvolce 


AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 WO 2008-02 
8. Part Number 10. Serial/Batch No. 11. Status/Work 


75131-01 New 


=, 


7. Description 


Aft Beam 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


& Approved design data and are in condition for safe operation. 


O Non approved design data specified in block 12. 


13b. Sjgnatyre 13c. Approved Organization Number с e e 
AMF 73-04 ОЕ t сараа 


13e. Date (dd/mmm/yyyy) |mé-Name Te Rake ammm —— | 
Jeff Clarke 13 Apr 2012 = a * 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 

Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


BAILEY 


3.Form Tracking No. 


1. Approving Civil Aviation Authority/Country 
Transport Canada 
4, Organization Name and Address 5. Work Order/Contract/Invoice 
AERO Design Ltd. – 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 WO 2008-02 
10. Serial/Batch No. 11. StatusWork 
N/A New 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


7. Description 8. Part Number 
Down Tube 75132-01 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


&) 


Approved design data and are in condition for safe operation. 


Non approved design data specified in block 12. 


néture- | 13c. Approved Organization Number [Te-Signature __—— | Tec-Aenroved Organization Number | 

Mi Cr LL. AMF 73-04 req у ey 
134. Ni me 13e. Date (dd/mmm/yyyy) Petname O e Teate (ddimmmyyyy) ——— | 
Jeff Clarke 13 Apr 2012 =. ae | 


Installer Responsibilities 


This certificate does not constitute authority to install. 


3; | Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
œ | certifications from the country specified. 
Ss Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an Installation 


certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


3.Form Tracking No. 


1. Approving Civil Aviation Authority/Country 
Transport Canada 


4. Organization Name and Address 


AERO Design Ltd. — 2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 
10. Serial/Batch No. 


N/A 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


5. Work Order/Contract/Invoice 


WO 2008-02 
11. Status/Work 


New 


8. Part Number 
75130-01 


7. Description 


Forward Beam 


12. Remarks 


13a. Certifies that the items identified above were manufactured in ta] CAR 571.10 Maintenance Release 


conformity to: 


3 


Approved design data and are in condition for safe operation. 


Non approved design data specified in block 12. 


rcm pnroved — 


13e. Date (dd/mmm/yyyy) 
19 Dec 2011 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified In block 1 must ensure that their regulations recognize 
certifications from the country specified. 

Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 2. AUTHORIZED RELEASE CERTIFICATE 3.Form Tracking No. 
Transport Canada FORM ONE 


4. Organization Name and Address 5. Work Order/Contract/Invoice 
AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 WO 2008-02 


7. Description 8. Part Number 10. Serlal/Batch No. 11. StatusAWork 
Aft Beam i 75131-01 N/A New 


12. Remarks 


13a. Certifies that the items identified above were manufactured In Фе] CAR 571.10 Maintenance Release 
conformity to: 
[] Other regulatior-specified in block 
К] Approved design data and are in condition for safe operation. 
Certifies that unless otherwise specified In block he work Identified in 
Li Non approved design data specified in block 12. block 11 and-descfibed in block 12, has been performed ircempnliance with 
o-Canadian Aviation Regulations. 


13c. Approved Organization Number 
AMF 73-04 pile pee 
13e. Date (dd/mmm/yyyy) PTadName oo re~Date 

19 Dec 2011 | == 


Installer Responsibilities 
This certificate does not constitute authority to install. 
Installers working in accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable nationa! regulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 2. AUTHORIZED RELEASE CERTIFICATE 3.Form Tracking No. - 


Transport Canada FORM ONE 


4. Organization Name and Address 


AERO Design Ltd. — 2013 39" Avenue NE, Calgary, Alberta, T2E 6R7 
8. Part Number 10. Serial/Batch No. 


75132-01 N/A 


5. Work Order/Contract/Involce 


WO 2008-02 
11. Status/Work 


New 


7. Description 


Down Tube 


13a. Certifies that the items identified above were manufactured in ~] CAR 571.10 Maintenance Release 


conformity to: 


0 Other regulatio 


Approved design data and are in condition for safe operation. 


he work identified in 
pliance with 


54 

Certifies that unless otherwise specified in block 

LJ block 11 and.described in block 12, has been performed irr'cem 
o-Canadian Aviation Regulations. 


Hi CL. AMF 73-04 leu c e 
12H [Mame 13e. Date (dd/mmmy/yyyy) Madane te Dale (ddimmmyyy) —— | 
Jeff'Clarke 19 Dec 2011 ip е. | 


Installer Responsibilities 


Non approved design data specified in block 12. 


e This certificate does not constitute authority to install. 

Installers working In accordance with the national regulations of a country other than that specified in block 1 must ensure that their regulations recognize 
ts] certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


i 
| UELUT uo ded 


INITIAL ISSUE 


j f | 3 
pe E 
“eg + p | 
Kfk $ m H \ 
"af 4 
3 | KT a | 
| DE 
E $ Я 
í b" a E ү 
q it 5 
| j be x ў EN | A 4 
e Do 0.38 ——— — 4.50 1.06 —— 11.06 - " $ M Ё 
B i ч у, f ko ca З 
4 
, E: i 
* IW | ! 
И? e 0.75 \ 
0 ILL P. THROUGH DRILL P. THROUGH SLOT 913/32 (0.4063) М d DRILL Р THROUGH SLOT 913/32 (0.4063) { 
$0.75 THIS SIDE ONLY І $0.75 THIS SIDE ONLY THIS SIDE ONLY е z 90.75 THIS SIDE ONLY THIS SIDE ONLY Me P 
| SENS ; & 
ME | nu En 
y Nu Я Bo: 06 (03) E J А Д { 
б; à ko A sh 
: у : ` E 
ә © € Do ib © Qu YEN к: e | 
| | BOTH ENDS i а ot te E e i д 
: 1 DE “# 
( — — — + — — — — — X9 — ——————————— TES DX сус — — — — — ai- — — — — — — — — — — — — Ul - ке шор женсе уы с - TAW E 
D » ө E /w `5 e : ® á Ф 
| 3/8 LONG ww : 3 К 
BOTH SIDES JR s - 1 
: : NOTES d 
f 1. REMOVE ALL BURRS AND BREAK SHARP EDGES. 4 
4 04) 7 GTAW i 
; 2. WELDING OF 304 STAINLESS STEEL TO BE COMPLETED BY GTAW METHOD TO AMS2685C. <4 
2 PLACES A WELDING ROD SHALL CONFORM TO ER308L OR EQUIVALENT. : 
uuu xc crc рта дш К tam l4 ue АКР, ccc A ЗЫ icm eros I vcr imd wn. So ee Eee decl dx dira dir c ia De cra er a dC мас 7 creas eats co. ior" esu D : : 
| | - > 3. ALL STEEL PARTS TO BE THOROUGHLY DEGREASED AND POWDER COATED PRIOR TO ASSEMBLY. [ 
\ ос 5. y A ) E ЎЎ | 
02) (01) TUBE ASSEMBLY | | | А 4 
\ і Я 
% | | " 
PE $ i 
| i | | 
| ib 4 
-— £1 : 
| * X | 
+ Жу ы PI t 
$ i i a) 
| | | i p. : 
" E | 1 " 
| {> T " А y^ f 
ү N 69830-11105 [60 304 STAINLESS STEEL |ASTM A269 [00.75 X 0.065 RND. TUBE 
| ` 69830-19| 04 CAP 4 321 STAINLESS COND. A|AMS 5510 0.025 SHEET 
; | М. 69850-07|. 09 ]В0СК_, 304 STAINLESS STEEL [ASTM A479 026 SOR ROD A 
` | е 45132021 02 | TUBE 304 STAINLESS STEEL — |ASTM A554 1.0 X 2.0 X 0.125 TUBE 
! 75132—01| 01 | TUBE ASSEMBLY A : i 
PART NO. ITEM| | DESCRIP TION MATERIAL MATERIAL SPEC STOCK SIZE 
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| | AERO BESIGN LTD. 
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